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Exhibit No. 60-3 to Contract HF-CT-697 


Date: 22 October 1959 


tem Part No. Nomenclature Quantity nit Price otal Price 
16 


XD=SP=1;70-019 —- Relay te 1h.37 $ 28.7 

17 XD-SP-l,70-020 Relay 2 5.39 10.78 

18 XD=SP-1;70-021 Fuse af el0 1.70 
19 XD~SP-1;70-022 niga 17 Deleted because of design change. 

20 Packing and Shipping 30.36 

Total 3l4 06 


Delivery to be made in January 1960, 


Prices are fair and reasonable and this Exhibit Contractor warrants prices conform to the 
is hereby approyed. price formula in effect on date of this 


Exhibit, and are firm prices for this Exhibit, 


STATINTL 


Signed: 


STATINTL 
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